DECKER  CHAPEL 

SMALLEST  CHURCH  IN  U.S.A.  ON  ROUTE  255 
ST.  MARYS,  PENNSYLVANIA 
Chapel   was   built  as  a    thank-offering   for  re- 
covery from  iniury,  in   1856,  by  Michael  Decker, 
Father  of  Monsignor  Michael  Joseph  Decker,  and 
accommodates  thirty  worshippers. 

Sponsored  since  1928,  by  St.  Mary's  Assembly 
Fourth  Degree,   Knights  of  Columbus. 

Chapel  Always  Open  —  Visitors  We/come 
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